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Government, which was divided and hastening
to its fall, made strong representations at Rome
against the selection of Dr. Walsh, who was a
well-known partisan of Home Rule. Manning
warned Rome of the disastrous effect both in
Ireland and the United States of rejecting the
man who was unanimously desired by Catholic
Ireland, and after long hesitation Walsh was
chosen. This was another victory for the English
Cardinal. The choice was not made until the
fall of the Liberal Government. In its last
months Manning was in constant negotiation
with Chamberlain and Dilke, two of the Liberal
Ministers on the one side, and Parnell on the other,
and it is one of the ironies of history that Captain
O'Shea was his intermediary.

Lord Carnarvon was the Lord Lieutenant in
the Salisbury administration formed in July 1885,
and again Manning was busy with negotiations
which nearly resulted in an alliance between
Parnell and the Tory Party that would have
entirely changed the trend of Anglo-Irish politics.

Gladstone was back in office again in 1886, and
the first Home Rule Bill was proposed and rejected,
Manning being very critical of certain of its
provisions. His sympathy with Irish aspirations
had revived the trouble with an important section
of English Catholic opinion against which he had